KENNEL MANAGEMENT AND FEEDING
should be changed and filled twice a day. Do
not leave the bowl of water standing out of doors
in the full heat of the sun on a warm day, as not
only is tepid water unpleasant to the dog to
drink but may actually become harmful.

The house dog is often neglected where drink-
ing water is concerned, and may suffer consider-
able distress through a lack of opportunity to
quench its thirst.

All drinking bowls should be scoured with a
little soda and boiling water once a week.
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